
PHILIP MORRIS 

James E. Schardt 
Assistant General Counsel 


MANAGEMENT CORP. 

P. O. BOX 26583, RICHMOND VA 23261-6583 
4201 COMMERCE ROAD, DOOR 17, RICHMOND VA 23234 


PHONE (804) 274-2863 
FAX (804) 274-4780 


7 August 1992 


VIA FAC SI MILE 

Jeffrey H. Ingerman, Esq. 

Fish & Neave 

875 Third Avenue 

New York NY 10022-6250 

RE: PM 1321 EPO 89307359.3 - R&G30590 

Dear Jeff: 

I have reviewed your draft letter to John Bass, and you 
may go ahead and sent it. 


Sincerely, 



'm 

j%mes E. Schardt 



Source: https://www.industrydocuments.ucsf.edu/docs/pfnj0000 
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